To:  Way,  Steven[way. steven@epa.gov] 

Cc:  Petri,  Elliott[Elliott. Petri@WestonSolutions.com];  Jan  Christner 

(Jan. Christner@WestonSoiutions.com)[Jan. Christner@WestonSolutions.com] 

From:  McComb,  Martin 

Sent:  Mon  8/1 0/201 5 4:58:39  PM 

Subject:  Re:  Gold  King  Water  chemistry  - current  as  of  increased  flow 

ESAT  tells  me  all  of  Steve's  red  and  Bonita  backlog  will  be  finished  this  afternoon. 

We  are  uploading  that  data  to  the  ESAT  scribe  project  that  Jan  has  been  using. 

M 

Sent  from  my  iPhone 

On  Aug  10,  2015,  at  10:55  AM,  Way,  Steven  <way.steven@epa.gov>  wrote: 


Elliott, 


Please  let  me  know  what  you  can  on  the  chemistry  from  the  mine  before  treatment.  Not 
sure  what  we  have  received  in  data  reports  on  current  samples. 


Please  compare  it  to  the  previous  data  sets  - seasonally. 


THanks 


Steven  Way 

Federal  On-Scene  Coordinator 
Emergency  Response  Unit 
US  EPA  - Region  8 
1595  Wynkoop  Street 
Denver,  CO  80202 
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